Counting Drinks 


Using Standard Measures SerySafe 


1 Drink 


5 oz. 12 oz. 1.5 oz. 1 oz. 


~ (DE 


Wine 12% alcohol Beer 5% alcohol 80-proof liquor 100-proof liquor 


Distilled Liquor | Fermented Liquor 
Amount in 1 drink Amount in 1 drink 


10Z. 100 5 oz. i 
U PROOF enum “Vine (12%) 


1.50Z. 80 12 oz. 
PROOF Beer (5%) 
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